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PART IV 

Private Advertisements and Miscellaneous 

Notifications 

MALABAR CANCER CENTRE 

Thalassery, Kannur-670 103, Kerala 
(PH: +91 490 2355881, Fax: +91 490 2355880) 

E-mail: mcctly@gmail.com Website: www.mcctly.org 

GLOBAL TENDER NOTICE 

No. 600/TCC/P2/12/MCC. 5th January 2013. 


Sealed and separate tenders (two bid system) are 
invited for the supply of following equipments for Medical 
Oncology Department in MCC under TCC Fund 2012-13. 


SI. 

No. 

Name of Equipments with Qty. 

Tender Fee 

1 

Blood Irradiator—1 No. 

25,000+5% VAT 

2 

Vertical Laminar flow Hood 
for Chemotherapy —1 No. 

400+5% VAT 


Tender forms can be obtained from our purchase 
section from 12-1-2013 to 12-2-2013 during office hours. 
Last date for submission of tender is on or before 
15-2-2013 up to 5 p.m. Tender forms also can be 
downloaded from www.mcctly.org. The Director, MCC 
reserves the right to accept/reject any or all tenders 
without assigning any reasons. For details please visit our 
website or contact purchase section. 

Prebid meeting on 16-1-2012, 10 a.m. 


(Sd.) 

Director. 













